






















IT’S A FACT: 
Spring-Air Mattresses 

are Hospital-Proven — 
Daily — on More Than 
80,000 Beds! 

ry 

Insist on the Guaranteed 
Performance that only 


Spring-Air can give ! 


WRITE FOR 
LITERATURE 








Upholding the highest standards in the industry. these Spring-Air Divisions are rendering the hospital field an intimate, helpful, 
money-saving service. In experience, integrity. and resources they offer most for you to draw upon in handling your mattress 
problems. The one nearest you is at your service. 





THE CANADIAN FEATHER & ARKHIL DDIN IMITED 
MATTRESS CO., LIMITED PE’ 4 a cone 
41 Spruce St, Toronto Regina, Saskatoon, Edmonton, Calgary 
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CENCO 


DOUBLE-WALL 
HORIZONTAL 


Sterilizers 


COMBINE ECONOMY 
with 

SAFETY, RUGGEDNESS 
and 


PLEASING DESIGN 








CENCO STERILIZERS were 
developed after a critical study 
of many designs, with a view to 
providing our customers with a 
steam-pressure sterilizer offer- 
ing new and desirable features, 
such as safety, economy and 





high quality. Safety in the 

hands of Teacher, Student or ae 
Technician. Economy of price j wy 
commensurate with high quality | > / 





materials and skilled labor in 
construction. 


Construction is of heavy, cold rolled copper, soldered 
and riveted to spun ends of double thickness. Rivets 
are one and a half inches apart, which with the un- 
usually heavy ends provide a greater margin of 
safety. Inner wall and split shelf of monel metal. 
Detachable steam generator, equipped with constant 
water level trap, to eliminate the need of personal 
attention to water level in the generator. Drum is 
polished and lacquered and, together with the gen- 
erator is mounted on substantial tubular iron sup- 
ports. Upper part of the support is permanently at- 
tached to drum. Legs have ball feet for use with 
metal floor caps. 


The steam generator is of heavy welded copper with 
outer dark blue porcelain enamelled steel casing. 
Gage glass, valve and fittings are all outside the 
casing, and in gas-heated models a mica window is 
provided for observation of gas flame. 


These Sterilizers are built for steam heat, gas or 
electrical heating, in four sizes—20” x 16”; 24” x 
20”; 28” x 22” and 30” x 25”, inside measurements. 
Please write for prices, and ask for bulletin 16 for 
further information. 





CENTRAL SCIENTIFIC COMPANY OF CANADA LIMITED) 
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SCIENTIFIC CENGD LABORATORY 
INSTRUMENTS RecisreeD APPARATUS 
119 YORK ST. TORONTO 2 ONTARIO 


PACIFIC COAST OFFICE: 650 WEST HASTINGS STREET. VANCOUVER 8.C. 
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A Joint Responsibility in X-Ray Therapy 


NCREASING confidence of the lay public in the 

ability of the medical profession to treat effec- 
tively certain pathologies by irradiation, implies 
another momentous responsibility. 

True, clinical records and the vast fund of scien- 
tific data available today, justify this confidence; 
likewise the profession’s increasing optimism con- 
cerning the possibilities. And to the profession can 
be safely entrusted the responsibility of applying the 
knowledge, individual skill, and facilities primarily 
and vitally essential to the desired results in radia- 
tion therapy. 

In so far as adequate x-ray equipment is con- 
cerned, the General Electric organization gladly 
assumes its full share of this joint responsibility — 
has anticipated your requirements with the Maximar 
series of scientifically-designed, oil-immersed, shock- 
proof high voltage units. G-E Maximars are famous 
the world over for their consistently reliable per- 
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formance, irrespective of extreme variations in -cli- 
mate or differences in altitude. Unusually compact 
and self-contained, a Maximar will conserve your 
valuable floor space and minimize installation 
costs. 

The satisfactory experience of hundreds of, Maxi- 
mar users located in all parts of the world, is tangible 
evidence of a scientifically correct design, high 
quality materials, and dependable construction — 
factors that will have an important bearing on the 
outcome of your next x-ray investment. 

It will prove well worth your while to thoroughly 
investigate these G-E Maximar therapy units. 
Address Dept. F81. 


GENERAL @ ELECTRIC 
X-RAY CORPORATION 


2012 JACKSON BLVD. CHICAGO, ILL, U. S. A. 














N 





heen 











1 Mo saan nen creeper enmme Oe 


SHr une Rana AES 











The Answer! 


To a Hospital’s need of the best and 
most dependable equipment that 
money can buy is 


TAN-OTEEL 


EQUIPMENT 





STAN-STEEL 


offers the Canadian hospital the best in hos- 
pital equipment for the least money. 


Ward and Private Room Furniture 
Examining and Operating Room Equipment 
Obstetrical Room Equipment 

Built in Cabinets 

Roll Curtain Equipment 
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Standard Tube Company 
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What Ultraviolet Would Do For You! 











HE many benefits which modern ultraviolet 

brings to both physician and patient can 
be yours. The G-E Model “F’’ Lamp, available 
in both office and solarium types, was speci- 
fically designed and built to provide maximum 
advantages at a minimum cost. 


Ownership of this efficient low-priced G-E 
Model “F’”’ Ultraviolet Lamp would prove pro- 
fitable both clinically and economically be- 
cause : 


(1) there is such a wide variety of conditions 
in which ultraviolet radiation can be em- 
ployed as the basic or adjuvant thera- 
peutic agent. 


(2) the simplicity and sturdiness of the ap- 
paratus bespeak long trouble-free life 
and low operating expense. 


FEBRUARY, 1939 


This efficient generator, with improved re- 
flector and burner of new design, cuts time and 
cost of treatment. Radiation is intense and uni- 
form, and a wide area can be covered for gen- 
eral irradiation while easily manipulated shut- 
ters limit the beam for local application. It is 
light in weight and adaptable to limited space. 

It would be to your advantage to investigate 
the uses to which ultraviolet could be put in 
your practice. We recommend that you write 
for pertinent literature on the subject — ab- 
stracts, reprints, and catalogs. 


Write to Department F82. 


VICTOR X-RAY CORPORATION of CANADA, Ltd. 


DISTRIBUTORS FOR GENERAL ELECTRIC X-RAY CORPORATION 


TORONTO: 30 Bloor St., W. * VANCOUVER: Motor Trans. Bidg., 570 Dunsmuir St. 
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POWERFUL NEW COMBINATION X-RAY UNIT with 
PRECISION CONTROL Announced by General Electric 


ERE’S an x-ray unit that’s as new as tomorrow! 

It’s the G-E KX-11, an entirely new, compact, 
sturdily built 200-ma. generating unit with pre- 
cision control, in combination with the well-known 
G-E Model 33 x-ray table. 

Completely shockproof, with 200 ma. over and 
under the table, the KX-11-33 brings high quality 
equipment to the popular price field, sets a new 
standard of value and operating convenience. 
Radiographically calibrated, flexible, and unusually 
efficient, it is easy-to-operate accurately. Its sim- 
plified, refined control unit eliminates intricate 
manipulation, and results of excellent diagnostic 
quality can be produced routinely and duplicated 
accurately. 

Value-wise medical men will appreciate readily 
the extra value of the KX-11’s innovations, advance- 
ments, and operating conveniences in combination 


with the famous Model 33 table. A roomy, flexible, 
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convenient table, it includes a built-in Bucky with 
an unusually wide latitude. The KX-11-33 can be 
relied upon for long, satisfactory service, and to 
be a dependable, economical investment. Use the 


handy coupon to get the full story. 


“WITHOUT OBLIGATION ===4 
I VICTOR X-RAY CORPORATION of CANADA, Ltd. 


DISTRIBUTORS FOR GENERAL ELECTRIC X-RAY CORPORATION 


i 
I 
TORONTO: 30 Bloor St, W. > VANCOUVER: Motor Trans. Bldg. 570 Dunsmuir St. 4 
MONTREAL: 600 Medical Arts Building - WINNIPEG: Medical Arts Building } 
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Send me complete information about General 
Electric’s new combination x-ray unit, the Model E 


KX-11.33. 
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G. F. Provides POWER, ACCURACY, SIMPLICITY, 
SPACE-SAVING ECONOMY with the NEW Model R-39 

















@G. E. presents the completely new Model R-39, the 
most practical and efficient single-tube apparatus 
ever designed for radiography and fluoroscopy. Com- 
pact and unbelievabiy flexible, its range is wide, its 
control accurate and easy-to-operate. 

It Packs Real Power! 100 ma. both over and 
under the table—and 100% shockproof. Its fine new 
small-size double-focus tube unit has the same rating 
as larger tubes, serves both for radiography and 
fluoroscopy. And the focal spot sizes provide fine 
detail over the unit’s entire range. 

Radiographically calibrated and unusually efficient, 
the R-39 is simple to operate accurately. Its refined 
precision control has new conveniences and advan- 
tages. Excellent diagnostic results can be produced 
routinely and duplicated accurately. 

The unit’s new Model 39 table sets a new flexi- 
bility standard. Its wide range of service includes 
fluoroscopy at any angle; vertical, horizontal, and 
accurate angular radiography. Unusually compact, 
the table takes up but little floor space; its tube stand 
is an integral part of table structure and eliminates 
need for the usual side rail unit. All tube positions 
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can be changed accurately in a few seconds; tube 
unit can be swung over a hospital cart for lateral, 
oblique, and P-A radiography, or used with a Cassette 
Changer for vertical radiography. 

Without compromise in its design and appear- 
ance, without cheapening materials or sacrificing 
sturdy construction, the R-39 represents a truly new 
degree of simplicity, flexibility, compactness, and 
value. And it’s moderately priced. For complete de- 
tails, clip, sign, and mail the coupon. 
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A Simple Solution of the | | | 
INFANT FEEDING “Che Canadian Hospital” 


Problem Official Journal of the 


Canadian Hospital Council 


A big problem in the bottle feeding of in- 
fants has been to find a form of carbohy- 
drate which will not irritate the intestinal CONTENTS 

tract of the infant and yet one which can 5 a prae Ps 
be readily digested. These purified and Val. 16 MAY, 1939 No. 5 
specially prepared corn syrups are a mix- 


ture of pure carbohydrates which can be The Small Hospital. Its Need and Importance 


: . ea in the Community - ----------- 15 
quickly and readily assimilated. M. A. R. Young, M.D. 
Thousands of successful cases, even with os 
sub-normal infants, testify to the excel- Artificial Respiration. Its Importance in Hos- _ 
lence of “CROWN BRAND” or “LILY pital Emergency Miagite- 35-5... —-= V7 
WHITE” CORN SYRUPS for use as a milk- Wills MacLachlan, B.A.Sc. 





modifier for infant feeding. Preparations for Intravenous Solutions at the 


Roya! Jubilee Hospital, Victoria, B.C. - - - - 19 
A. B. Nash, M.D. 





Produced under the 
most hygienic con- 
ditions by the old- 
est manufacturers 
of corn syrups in 
Canada, you can 
have positive con- 
fidence in the pur- 
ity and reliability 
ny 


| moe Graduation Day -------------- 2 
EDWARDSBURG PO Ciena: 


| WA 

: CROWN BRAND An Address to a Graduating Class of Nurses - 29 
3 John Ferguson, M.D. 

: wh ,/] 

and LILY WHITE Here and There in the Hospital Field - - - - - 3] 


The Editor 


CORN SYRUPS Ontario Hospital Association News - - - - - - 32 


Standardisation de la Comptabilité des Hdpitaux 22 
R. Laporte 


Points of Importance in Doing Medical Legal 
Autopsies ---------------- 24 
Smirle Lawson, M.B. 


Chiter Dikt se ee we ee de ee 6 


Manufactured by 
‘The CANADA STARCH COMPANY, Limited The Round Table Forum - --------- 34 
MONTREAL and TORONTO 

‘ con tan seen tee ene Ontario Hospital Association holds Successful 

3 Convention- - -------------- 36 
A convenient pocket calculator, with varied infant feeding 
formulae employing these two famous corn syrups. . . a 
scientific treatise in book form for infant feeding . . . and 
prescription pads, are available on request, also an inter- Member 


esting booklet on prenatal care. Kindly clip the coupon 
and this useful material will be mailed to you immediately 


<a a mae Re ai CCAB 


THE CANADA STARCH CO. Ltd. ————— 
Montreal, Dept. D. 


Please send me 
0 FEEDING CALCULATOR. : 
0 Book “CORN SYRUPS FOR INFANT FEEDING.” Subscription Price in Canada, $1.00 per year. United States, 
CO PRESCRIPTION PADS. Great Britain and Foreign, $1.50 


S — Fite adnate —— Authorized by the Post Office Department as Second Class 
ue : ; Matter. The Canadian Hospital is published monthly by The 
Nie cscs ee es Canadian Hospital Publishing Co, 177 Jarvis Street, Toronto, 


Address Ontario. | 
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Check and Doutle Chech 


— these fundamental reasons why G-E X-Ray 
ee Therapy Equipment always 
proves a Safe Investment 





Y Correctly Designed, by engineers of long 
experience, for the specific range of service 


intended. 

YY Compact—for space economy. 

Y Easy to Operate Accurately, with sim- 
plified controls for the finest regulation of 
each energy factor. 

VY Dependable, consistent performance, day 
in and day out. 

Y High-Quality Materiais—a first essential 
in every G-E product. 

VY Fine Workmanship that insures satisfac- 
tory operation of correctly designed 
apparatus. 

YY Economical to Use—iow cost of mainte- 
nance means long-run economy. 

Y Practically Installed — every installation 
individually planned in every detail by a 
staff of layout specialists. 
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Y intelligently Serviced by technically- 
trained field men who are conveniently | 
available in an emergency, insuring against 
costly, annoying interruptions to treatment | 
schedules. 
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In formulating your plans for a modern, efficient | 
therapy service, be sure to get full particulars on | 
G-E equipment. Make inquiry among the hun- | 
dreds of G-E equipped laboratories—particularly 
in your own vicinity—and learn first hand about | 
their actual experience. The very nature of the | 
project, and the investment involved, certainly | 
justify such an investigation. ; 


We invite your correspondence. 


VICTOR X-RAY CORPORATION of CANADA, Ltd, 


DISTRIBUTORS FOR GENERAL ELECTRIC X-RAY CORPORATION 


TORONTO: 30 Bloor St., W. « VANCOUVER: Motor Trans. Bidg., 570 Dunsmuir St, 
MONTREAL: 600 Medical Arts Building - WINNIPEG: Medical Arts Building 
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GOOD FOOD 
is the Key to 
HEALTH and HAPPINESS 


Good food does not neces- 
sarily mean costly food — 
for here are three excellent 
foods with which appetiz- 
ing, nourishing and de- 
licious dishes can be pre- 
pared at little cost. 


CROWN BRAND 
CORN SYRUP 


The corn syrup with the finer flavor— 
a delicious table syrup. Doctors with 
confidence in its purity recommend it 
for use for infant feeding and as a 
nourishing food for young or old. 


BENSON'S 
CORN STARCH 


The pure corn starch which has been 
Canada’s favorite for over eighty 
years. For making delightful des- 
serts, or for any purpose for which 
corn starch is used, you can always 
depend on “BENSON’S”. 


MAZOLA 


THE IDEAL SALAD AND COOKING OIL 





Expert chefs prefer it to costly im- 
ported oils for making mayonnaise 
and French dressings. For sauteing 
and deep frying MAZOLA is un- 
equalled. 

















The CANADA STARCH COMPANY Limited 
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FOR FACTS ABOUT FEVER 





WwW HEN the medical staff says: «Give us proof 

that Inductopyrexia constitutes a superior 
method for fever therapy”—the proof is 
at hand, taken from up-to-date articles in ac- 
credited medical literature. There is proof that 
fever by electromagnetic induction (Inducto- 
pyrexia) is safer, more comfortable, accompanied 
by lower pulse rate with less dehydration, alka- 
losis, and circulatory disturbance than any other 
known method. To witness a treatment given by 
Inductopyrexia is to see a humane, scientific, 











effective procedure. 

When the economy-minded purchasing de- 
partment says: “Give us proof that your equip- 
ment for Inductopyrexia is mechanically and 
electrically efficient, economical in operation, 
and built to stand up under heavy service”—the 
proof is evident from an inspection and demon- 
stration of the Inductotherm and air-conditioned, 


JUNE, 1939 


sanitary, all-metal cabinet. Here is apparatus that 
is designed and built to meet the most exacting 
requirements. 

And, when the board of directors says: “Give 
us proof that our investment in these appliances 
would be justified both clinically and economi- 
cally”—we have the experiences of hundreds of 
of users of G-E fever equipment to offer in sup- 
port of our claims. 


It would be to YOUR advantage to discuss the 
matter of Inductopyrexia with our local repre- 
sentative. He would arrange with you for a com- 
prehensive demonstration that would prove both 
interesting and educational. Address Dept. F86. 
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Pure Dextrose 
(d-GLUCOSE POWDER) 


now obtainable under the trade name 


DEXTROSOL 


Produced in Canada under most hygienic 
conditions, and conveniently packed in sani- 
tary containers of one pound and five pounds 
content. 








Conforming to the Standards of The British 
Pharmaceutical Codex and U.S. Pharma- 
copoeia. 
Indicated as a valuable item of 
dietary treatment in Alimentary Dis- 
eases, in Disorders of Pregnancy, in 
Nutrition of the Newborn, in Meta- 
bolic Disturbances. 


DEXTROSOL 


a white crystalline sugar, mildly sweet, highly stable, 
neutral in reaction, and easily soluble in cold or hot 
water. 


Can be administered orally or intravenously, as re- 
quired by contingency. 





Further information gladly supplied on request. 








Dextrosol is advertised to the Medical Profession only. 


Sole Distributors for Dextrosol 


The LEEMING MILES CO. LTD., Montreal 


Manufacturers: 


The CANADA STARCH COMPANY Limited 




















“The Canadian Hospital” 


Official Journal of the 


Canadian Hospital Council 


CONTENTS 


Vol. 16 JULY, 1939 No. 7 


General Hospitals and the Control of Tuber- 
culosis - - - -------+-------- 15 
William H. Oatway, Jr., M.D. 


Emergencies ---------------- 1g 
Harold Coppinger, M.D. 


Releasing of Information from Hospital Medical 
Records ----------------- 
Donald C. Smelzer, M.D. 


The Atading os * sw cee wes se aS 
Wilfred Hargreaves 


a iil ge sah ao tk ee ab °4 
Inflammation, Cite OR te Ped niet wis Ga. a) eee ‘ 


Are We Sacrificing Comfort and Service for 


Technical Training? - --------- - 2/ 
Miss J. A. Connal, R.N. 
Mothercraft Society Serving Real Need - - - - 2 
Elva Hewitt, R.N. 

The Round Table Forum - - - - - - - - - - - 29 


Here and There in the Hospital Field - - - - - 
The Editor 
Manitoba Holds Annual Hospital Convention - 3] 
OO G.F. 


Dietitians Hold Enthusiastic Convention at 
Bigwin Inn - - -------------- 32 


Ontario Hospital Association News - - - - - - } 
News of Hospitals and Staffs - - - - - - - - 3 
Member 





CCB 


Subscription Price in Canada, $1.00 per year. United States, 
Great Britain and Foreign, $1.50 


Authorized by the Post Office Department as Second Class 
Matter. The Canadian Hospital is published monthly by The 
Canadian Hospital Publishing Co, 177 Jarvis Street, Toronto, 
Ontario 








The CANADIAN HOSPITAL 











Here’s A Brand New X-Ray Table That’s Really Different 
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N this new G-E Model 39 table a new, small-size 

double-focus tube unit (shockproof) serves both 
over and under the table for radiography and fluoro- 
scopy. It can be swung out over a hospital cart for hori- 
zontal and lateral radiography and fluoroscopy. Or 
used with a VCT Unit or Cassette Changer for verti- 
cal radiography. 

And it takes only a few seconds to change tube posi- 
tions accurately! New tube unit and new, small shock- 
proof cables provide unusual flexibility and angulation 
ease. 

Unusually compact, the 39 table requires but little 
floor space; tube stand is an integral part of table 
structure; no side rail required. 

Its wide range of service includes full-length fluor- 
oscopy in all angular positions; vertical, horizontal, 
and angular radiography, too! 

“Bulls-eye” centering of tube-Bucky provided by 
unique signal system; indicates exact center for single 
film, or for stereo pair with tube shifted lengthwise 
or crosswise of table. 
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Dollar for dollar, feature for feature, the moderately 
priced Model 39 table is an outstanding value; sets a new 
G-E record in flexibility, convenience, and efficiency. 

Full details about the 39 table are yours for the ask- 
ing; just sign and mail the coupon, today. 

This new table, in conjunction with the new G-E 100- 
ma. shockproof unit, makes a practical and efficient com- 
bination x-ray unit, at a surprisingly moderate price. 
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39 X-Ray Table. F87 
(ee eee Dea eT eae Le Pee Vey ASCE ae? 8 Oe els ee | 
IN es eer ti Re ee | 

| 

a ee Eee rae I re | 
a a a ae a aoa 





2 REAR MELE nice 














ACCIDENTS 


A HOSPITAL 


All hospital superintendents realize the fact that 
accidents INSIDE their hospitals, even though it 
is just a little matter such as a torn glove, are 
costly and take a large lump of their yearly budget 
unnecessarily. They make every effort to elimi- 
nate these “little accidents”, and many have 
found Wilco curved finger surgeons gloves the 
answer to their problem. The special Wilson 


itely process of preparing Liquid Latex produces a 
new glove that is TOUGH .. . a glove with strength 
nc. to withstand even the greatest strains. 

ask- 


Longer life, through greater 


I 





100- resistance to the extreme heat 
— of the Autoclave makes Wil- 
ies co curved finger gloves more 
=e economical. When placing 


your next order, be sure you 
ask for Wilco . . . the Liquid 
Latex surgeons glove that 
can really take it. 


Bl 
— 


Tke WILSON RUBBER CO. 


Woald’s Largest Manufacturers of Rubber Sloues 
CANTON, OHIO 


' 
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Sole Agents: J.F. HARTZ CO., Ltd.. TORONTO. MONTREAL 
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@ The number of x-ray 
laboratories that have 
added facilities for 400-kv. 
therapy in recent years, 
and the increasing demand 
for heavily-filtered x-radi- 
ations at greater intensities 
(more r units per minute) 
indicate a definite trend 
toward the so-called super- 
voltage technics. 

Because in the treat- 
ment of selected cases of 
deep-seated tumors this 
quality of radiation makes possible the administra- 
tion of larger total intensities to the tumor mass, 
with less damage to intervening normal tissues, 
and with greatly reduced toxic effects, these distinct 
clinical advantages are obviously important con- 
siderations. 

The decision to add facilities for 400-kv. therapy, 
that patients may be assured every possible advan- 
tage known to present-day x-ray science, is in itself 
a major step. To equip adequately for this service 
is another such step, and here is where the knowl- 
edge, experience, and judgment of your radiolo- 
gist will prove highly valuable and reliable guides. 

Because the radiologist 
will use the equipment 
day in and day out, he is 


naturally interested in its 
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PERTINENT TO THE SELECTION 
OF EQUIPMENT FOR 
400 Kv. ROENTGEN THERAPY 
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selection, and fully quali- 
fied to assume this re- 
sponsibility. Efficient, re- 
liable equipment is, of 
course, his first interest, 
and when it is selected on 
this basis, the best inter- 
ests of all concerned are 
served. 

The General Electric 
X-Ray Corporation has 
furnished a large number 
of 400-kv. therapy instal- 


lations — located not only 





on the American continent but in other parts of the 
world—with records of uniformly satisfactory per- 
formance despite widely varying climatic conditions 
in these different localities. Thus the radiologist 
has a source of first-hand information on the actual 
experiences of these users, and what G-E equipment 
has meant to their therapy service, not only clin- 
ically, but also from an economic viewpoint. 

The time and effort devoted to a thorough inves- 
tigation, before making any investment, will prove 
well justified. It will not add to the cost of your 
equipment, but may have a direct bearing on the 
ultimate cost of providing this service over a period 
of years... . We suggest 
a preliminary survey of 
the possibilities, and in- 


vite your inquiries. 
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ORIGINAL 


STERILIZER 
CONTROL 


The year 1909 saw the introduction of this 
valuable and much needed safety device 


Utter dependence up to that time had been 
placed upon pressure gauges—the result— 
a high percentage of infections in clean 
operated cases. 


Today we know that the name Diack Con- 
trol means safety in sterilization, that in 
their 30 years use in Canadian hospitals 
not a single infection has been traced to 


the autoclave checked by properly placed 
Diack Controls. 


Think of these 30 years of safety when you 
order sterilizer controls. Demand the 
original time-tried Diack Controls. 


A. W. DIACK 


5533 Woodward Avenue. 


MICHIGAN 
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NEW G-E Model D-3 MOBILE X-RAY UNIT 
SIMPLIFIES DIFFICULT RADIOGRAPHY 





TH G-E’s powerful new Model D-3 Mobile 
X-Ray Unit radiography that is ordinarily 
difficult becomes simple—work is expedited. 

That’s because the Model D-3 is so compact 
and flexible—both mechanically and electrically 
—that you can position it to all parts, quickly and 
accurately, even with the patient in bed. Flexible 
and mobile, it’s easy to move from one room or 
ward to another. 

It has punch, too! With ample power for a 
practical diagnostic range, you can depend upon 
the Model D-3 to produce uniformly high quality 
results that will prove an invaluable aid to diag- 
nosis. And you can duplicate results easily and 
with unusual accuracy. 

The Model D-3 is easy-to-operate, flexible, safe, 
mobile. Built to give long, satisfactory and 
economical service, it can be operated from an 
ordinary convenience outlet. No additional wiring 
is needed. All around, it’s the ideal x-ray unit 
for small institution work, or to supplement the 
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more powerful equipment in large institutions. 

Do this—it will cost you nothing: Get the com- 
plete details of this better mobile x-ray plant. 
Learn how, with a comparatively small invest- 
ment, you can enjoy the diagnostic advantages 





and benefits of the new G-E Model D-3 mobile : 
x-ray unit. Just fill in and mail the convenient | 
coupon for your copy of the illustrated bulletin. | 


e==— CLIP, SIGN, MAIL, TODAY “at 
VICTOR X-RAY CORPORATION of CANADA, Ltd. 


DISTRIBUTORS FOR GENERAL ELECTRIC X-RAY CORPORATION 
TORONTO: 30 Bloor St, W. » VANCOUVER: Motor Trans. Bidg., 570 Dunsmuir St. 
MONTREAL: 600 Medico! Arts Building - WINNIPEG: Medical Arts Building 
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EW from stem to stern; packed with inherent 
advantages, the G-E Model”C” Unit has been 
built to enhance the benefits of electrosurgery. 
This is its introduction to the medical profession. 
So complete and refined is the method of con- 
trol that the surgeon may have at the electrode 
tip just the quality and quantity of high-frequency 
current desired for the work at hand, whether it 
be the delicate coagulation of some growth or 
transurethral prostatic resection. 

Factory-adjusted self-compensating gaps of an 
entirely new type are incorporated. They assure 
an unfailing supply of smooth current for cutting, 
desiccating, or coagulating. So closely calculated 
have been the factors of heat expansion and so 
nicely engineered the gaps, that even long con- 
tinued operation will not cause a change in the 
spacings. You will appreciate that this feature 
spells real dependability. 


From the beautiful streamlined case to the 
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The G-E Model ‘’C’’ 
Electrosurgical Unit 


smallest integral part of the unit there is excel- 
lency of manufacture, soundness of design, and 
indication of long, satisfactory, economical life. 
There are many other advantages that would be 
of interest to you, such as for instance the rea- 
sonable price. 


Send Gor Descriptive Catalog! 


You will want to study this book, for not only does 
it tell the complete story of the G-E Model “C” 
Electrosurgical Unit but also reprints authoritative 
information regarding electrosurgery. We would 
appreciate your addressing your request for a 
copy to Department F810 
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Pure Dextrose 
(d-GLUCOSE POWDER) 


now obtainable under the trade name 


DEXTROSOL 


Produced in Canada under most hygienic 
conditions, and conveniently packed in sani- 
tary containers of one pound and five pounds 
content. 








Conforming to the Standards of The British 
Pharmaceutical Codex and U.S. Pharma- 
copoeia. 
Indicated as a valuable item of 
dietary treatment in Alimentary Dis- 
eases, in Disorders of Pregnancy, in 
Nutrition of the Newborn, in Meta- 
bolic Disturbances. 


DEXTROSOL 


a white crystalline sugar, mildly sweet, highly stable, 
neutral in reaction, and easily soluble in cold or hot 
water. 


Can be administered orally or intravenously, as re- 
quired by contingency. 





Further information gladly supplied on request. 








Dextrosol is advertised to the Medical Profession only. 


Sole Distributors for Dextrosol 
The LEEMING MILES CO. LTD., Montreal 


Manufacturers: 


The CANADA STARCH COMPANY Limited 
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When X-Ray Therapy Must be Given at the Bedside 
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OST every hospital should anticipate requests 

from members of its medical staff that a mobile 
x-ray therapy unit be acquired for treatment at the 
bedside. 

The very sound basis for these requests is a wealth 
of published clinical experiences indicating the efficacy 
of x-radiation in the treatment of infectious diseases. 
And because in some acute infections such as perito- 
nitis,, gangrene, surgical mumps, erysipelas, pneumonia, 
and others, the patient is usually too sick to risk being 
moved to the x-ray department, the obvious alternative 
is to bring the necessary equipment to the bedside. 

The G-E Mobile KX-10 Therapy Unit, designed spe- 
cially to meet this need, will prove a highly practical 
and valuable addition to any hospital's x-ray facilities. 
Entirely self-contained, it may be conveniently moved 


into private rooms, wards, or operating rooms, and is 


ready for immediate use by simply connecting to the 
nearest electric outlet. 

Here's a unit of major calibre, with a wane range 
of 60 to 140 kv. p., providing every need within 
the categories of superficial and intermediate x-ray 
therapy. Its high power is essential to the effective 
treatment of deep-seated trunk infections. 

We have a number of interesting reprints of articles 
on x-ray treatment of infections, which we shall be 
glad to send with the illustrated catalog on the 
Mobile KX-10. Ask for Pub. 1428. 
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A Simple Solution of the 


INFANT FEEDING 
Problem 


A big problem in the bottle feeding of in- 
fants has been to find a form of carbohy- 
drate which will not irritate the intestinal 
tract of the infant and yet one which can 
be readily digested. These purified and 
specially prepared corn syrups are a mix- 
ture of pure carbohydrates which can be 
quickly and readily assimilated. 


Thousands of successful cases, even with 
sub-normal infants, testify to the excel- 
lence of “CROWN BRAND” or “LILY 
WHITE” CORN SYRUPS for use as a milk- 








modifier for infant feeding. 





Produced under the 
most hygienic con- 
ditions by the old- 
est manufacturers 
of corn syrups in 
Canada, you can 
have positive con- 
fidence in the pur- 
7 and reliability 
ry 


“CROWN BRAND’ 
and LILY WHITE 
CORN SYRUPS 


Manufactured by 
The CANADA STARCH COMPANY, Limited 


MONTREAL and TORONTO 


Mi 


FOR THE MEDICAL PROFESSION ONLY 


A convenient pocket calculator, with varied infant feeding 
formulae employing these two famous corn syrups .. . a 
scientific treatise in book form for infant feeding . . . and 
prescription pads, are available on request, also an inter- 
esting booklet on prenatal care. Kindly clip the coupon 
and this useful material will be mailed to you immediately 
eS ee ee eee ee eee eee eee eee ee eee ee ee ee ee eee Gee eee oe eee oe 
THE CANADA STARCH CO. Ltd. 

Montreal, Dept. D. 
Please send me 
(1) FEEDING CALCULATOR. 
0 Book ‘CORN SYRUPS FOR INFANT FEEDING.” 
1] PRESCRIPTION PADS. 
0) Book “THE EXPECTANT MOTHER.” 
0) Book “DEXTROSOL”. 
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